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SECTION 2. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 7th day of April, 1962.
(R1049, H2413)             No. 892
An Act To Amend Section 56-734 Of The 1952 Code, Relating
To Revocation Of Certificates Granted By The State Board Of
Engineering Examiners, So As To Provide Further Grounds For
Such Revocations.
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1. Section 56-734, 1952 Code, amended-grounds for
revoking certificates.-Section 56-734 of the 1952 Code is amended
by striking it in its entirety and inserting in lieu thereof the follow-
ing:
"Section 56-734. The Board may revoke the certificate of registra-
tion of any registrant who is found guilty of:
(1) The practice of any fraud or deceit in obtaining a certificate
of registration;
(2) Any gross negligence, incompetency or misconduct in the prac-
tice of engineering or land surveying as a registered professional en-
gineer or land surveyor;
(3) Any felony or any crime involving moral turpitude;
(4) Aiding or abetting any person in the violation of any provision
of this chapter;
(5) Violating any provision of this chapter; or
(6) Has been declared insane by a court of competent jurisdiction
and has not thereafter been lawfully declared sane."
SECTION 2. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 7th day of April, 1962.


